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CONFIDENTIAL ROME 2251 

E.O. 11652: GDS 
TAGS: MARR.MNUC.IT 

SUBJECT: RADIOLOGICAL MONITORING IN ITALY 

REF: A. STATE 27744 
B. ROME 9745 

IN RESPONSE TO LOW KEY INVITATIONS AS SUGGESTED IN REF A, 

EMBASSY REPORTS THE FOLLOWING: CAMEN (THE MILITARY NUCLEAR 
AGENCY) WILL BE SENDING A REPRESENTATIVE TO LA MADDALENA 
TO ACCOMPANY SAMPLING ON FEB 18; ITALIAN NAVY IN FORM OF COMAR 
WILL PROBABLY GO ALONG AND WILL WORK OUT DETAILS WITH ACTION 
ADDRESSEE; CNEN (CIVILIAN NUCLEAR AGENCY) REGRETTED TO EMBASSY 
OFFICER THAT THEY WOULD NOT BE ABLE TO TAKE PART THIS TIME 
BUT HOPED TO BE INVITED AGAIN IN THE FUTURE. VOLPE 
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